DXing from Thailand with VE3HLS 


My friend Ken (VE3HLS) and | (VE3HLC) have known each other since the 1960’s. 
We grew up on the same street in Ancaster, Ontario, Canada where we shared the 
same keen interest in DX radio listening. Our amateur radio callsigns were issued in 
1974 at roughly the same time. Now retired and living in Thailand, Ken continues to 
enjoy this hobby from the other side of the world. He uses a KiwiSDR for shortwave 
and medium wave along with a Wellbrook loop antenna. For FM reception, Ken is 
using SDR Console software to run his Airspy R2 receiver hooked up to a homemade 
FM dipole antenna about 10 feet above the ground on a bamboo pole . He says this 
is very sensitive and covers from 24 to 1500 MHz. Attached you will find recordings 
of some of the stations he has made while DXing in Thailand. 


